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and biohazards in the laboratory, Oct 664; 
clinical immunology test, (Tech Sample) 
Oct 627; (Editorial) Oct 626; and hepatitis 
B, Nov 729 
Acridine orange (AO), use of as stain, 
May 291 
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Agnogenic myeloid metaplasia, diagnosing, 
Mar 151 
Allergic bronchopulmonary aspergillosis, 
Feb 82; diagnosing, Feb 116 
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reactions, Feb 80 


D 

Data-Fi kit, evaluation of, Sept 554 
of, July 435 

Delta hepatitis: Nov 705; clinical and 
serologic ciagnosis of, Nov 714 

Diagnostic electron microscopy, current 
applications of, Oct 639 


LABORATORY MEDICINE @ VOL. 14, NO. 12, DECEMBER 1983 805 


Direct antiglobulin test (DAT): Mar 154; 
Sept 575 

Disk diffusion test: modified, July 418; 
standard, Sept 550 

Disseminated intravascular coagulation 
(DIC), diagnosing, May 310; Sept 554; 
Dec 776 

DMSO, as cryopreservation agent, April 246 

Dohle bodies, Mar 149 

Drechslera, Mar 158 
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Electrolyte exclusion errors, due to lipemia, 
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Fibrinolytic therapy: Dec 775; inhibitors 
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Fibrosing alveolitis, Feb 116 

Flow cytochemical differential analysis, 
basic principles of, a 503 


Diagnostic related group (DRG) concept, 
Dec 798 
Diarrhea: caused by Campylobacter jejuni, 
Dec 789; caused by Cryptosporidium, 
May 283 
Diazo-coupling vs spectrophotometry, 
April 240 
ceptibility tests, Sept 551 
of, Jan 18 4 
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Forensic pathology, basic library for, 
July 441 

Fungi: identifying in cytologic material, 
April 229; infrequently isolated in clinical 
laboratory, Mar 158 
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Gardnerella vaginalis, April 232 

Genetic abncrmalities, in fibrinolytic sys- 
tem, Jan 18 

Giant platelets, and errors on automated 
hematology cell counters, Aug 510 

Giardia lamblia, April 231 

Gliomastix, Mar 158 

Goblet cells, in lung, Feb 88 

Glucose-6-phosphate dehydrogenase defi- 


ciency, three “methods for determining, 
May 299 
Goodpasture’s syndrome, Feb 113 
Gram-negative bacilli, identification and 
sensitivity determination of, Sept 563; 


Hafnic alvei, identifying, June 357 

Hamman-Rich syndrome, Feb 90 

Heart biopsies, and diagnostic electron 
microscopy, Oct 642 

Helicosporium, Mar 158 

Hematofluorometer, measuring bilirubin 
binding capacity, April 242 

Hematofluorometer Saturation Index (SI), 
April 242 

Hematology: automation in, (Editorial) 
Aug 482; basic library for, July 442; com- 
puter-assisted instruction in, May 307 

Hemoglobin solutions, appraisal of, 
Sept 545 

Hemolysis, in vitro: effect on LD1/LD2 
ratio, Sept 571; and errors on automated 
hematology cell counters, Aug 510 

Hemolysis, in vivo: and errors on auto- 
mated hematology cell counters, Aug 510 

Hemolytic disease, of newborn: diagnosing, 
Sept 575; treating, Oct 655 

Hemolytic transfusion reaction, 
Mar 153 

Hemophilia A, Mar 168 

Hemophilus, susceptibility testing of, 
July 417 

Hemophilus sp, Feb 96 

Hemotherapy, in large cardiovascular 
surgical center, Dec 772 

Heparin, and errors on automated hema- 
tology cell counters, Aug 511 

Heparin-induced thrombocytopenia, 
Dec 775 

Heparin removal procedures, comparison 
of, Jan 52 

Hepatitis, acute viral, clinical and serologic 
diagnosis of, Nov 705, 715 

Hepatitis, chronic: clinical and serologic 
diagnosis of, Nov 705, 712; and NANB 
hepatitis, Nov 724 

Hepatitis, delta: Nov 705; clinical and 
serologic diagnosis of, Nov 714 


Hepatitis, fulminate, clinical and serologic 
diagnosis of, Nov 705, 711 

Hepatitis, transft ciated, Nov 717 

Hepatitis A: clinical and serologic diagnosis 
of, Nov 705; (Editorial) Nov 698 

Hepatitis, A and B, and autotransfusion, 
May 273 

Hepatitis A virus, identifying, Nov 708 

Hepatitis B: clinical and serologic diagnosis 
of, Nov 705; (Editorial) Nov 698; immuno- 
prophylaxis, Nov 727, 730; vaccine, 
Nov 714, 727 

Hepatitis B virus: identifying, Nov 708; and 
transft jiated hepatitis, Nov 717 

Hepatitis, Non-A, Non-B (NANB): etiology 
and clinical course of, Nov 721; identifying, 
Nov 705; and transfusion-associated hepa- 
titis, Nov 717 

Herpes simplex, Feb 95; April 227 

Herpes simplex, Types 1 and 2, control for 
identifying, Oct 663 

Herpes virus, Type II, April 227 

High resolution light microscopy: diagnosing 
acute leukemias, Jan 45; polychrome stains 
for, Dec 779 

High temperature ashing (HTA), Feb 104 

High white cell count, and errors on auto- 
mated hematology cell counters, Aug 511 

Histoplasma capsulatum, Feb 81, 94, 96; 
April 229 

Human leukocyte antigen (HLA) complex, 
diseases associated with, Oct 648 

Hyperbilirubinemia, and errors on auto- 
mated hematology cell counters, Aug 511; 
causes and management of, April 241 

Hyperglycemia, and errors on automated 
hematology cell counters, Aug 511 

Hyperlipidemia: and importance of fasting, 
(Ask the Experts) Aug 479; screening 
method for, Dec 782 

Hyperlipemia, nature of, June 351 

Hypernatremia/hyponatremia, and errors 
on automated hematology cell counters, 
Aug 511 

Hypersensitivity pneumonitis, and thermo- 
philic actinomycetes, Jan 39 

Hypothermia, local and systemic, Dec 776 

Human papillomavirus, April 227 


Immunofluorescent tests, diagnosing acute 
leukemias, Jan 45 

Immunoglobulin classes of Lewis, P,, and 
MN system antibodies, July 422 

Immunohematology, basic library for, 
July 442 

Immunologic diagnostic approach, Jan 45 

Immunologic diseases, of lung, Feb 113 

Immunopathology, basic library for, 
July 440 

Immunoperoxidase: Part 1, technique and 
its pitfalls, Dec 767 

Incubator, calibrating, June 366 

Infectious diseases, and applications of 
diagnostic electron microscopy, Oct 640; 
of lung, Feb 77 

Infectious organisms, in cytologic material, 
April 227 
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Inflammatory responses, in interstitial lung 
disorders, Feb 92 

Influenza, diagnosing, Feb 77 

Interstitial pneumonitis, five types of, 
Feb 116 

Intracellular cryoprotectants, April 246 

Intraoperative cell salvage, May 275 


J 

Jaundice: in neonate, April 239; physiologic 
vs pathologic, April 239 

Jendrassik-Grof procedure, April 239 


K 

Kaposi's sarcoma, and AIDS, Oct 629 

Kirby-Bauer disk diffusion test, Jume 345 

Klebsiella oxytoca, identifying, June 357 

Klebsiella pneumoniae, identifying, June 357 

Kova System, compared with T-System and 
in-house system, Oct 659 

Kultchitsky-like cells (K-cells, Feyter cells), 
Feb 88 

Kwashiorkor, diagnosing, Dec 789 


L 

Laboratory tests for ER patients, turn- 
around time of, Oct 644 

Lactate dehydrogenase isoenzyme 1/iso- 
enzyme 2 ratio, effect of in vitro hemo- 
lysis on, Sept 571 

Lasar Raman spectroscopy (LRS), Feb 110 

Legionella pneumonia, Feb 83, 96 

Legionella pneumophila, Feb 84, 101; use 
of in producing tissue controls, May 298 

Legionellosis, Feb 83 

Lewis antibodies, frequencies and immuno- 
globulin classes of, July 422 

Light microscopy, of routinely processed 
tissue sections, Feb 105 

Light scattering errors, due to lipemia, 
June 353 

Lipemia: analytic errors due to, June 351; 
errors on automated hematology cell 
counters, Aug 511 

Lithium, as exogenous marker in deter- 
mining urinary volume, Oct 652 

Liver biopsies, and diagnostic electron 
microscopy, Oct 641 

Low-volume laboratories: microbiology in, 
Jan 26; survey of microbiology practices 
in, (Editorial) Oct 634 

Low temperature ashing (LTA), Feb 105 

Lung; immunologic diseases of, Feb 113; 
infectious diseases of, Feb 77; occupa- 
tional diseases of, Feb 103 

Lung tissue specimens, and diagnostic 
electron microscopy, Oct 643 

Lymphocytes, cryopreservation of, April 250 

Lymphomatoid granulomatosis (LYG). 
Feb 118 

Lysozyme (muramidase), diagnosing acute 
leukemias, Jan 45 


M 

Major histocompatibility complex (MHC), 
immunologic functions of, Oct 648 

Marasmic kwashiorkor, diagnosis of, 
Dec 789 


Hd 


Marasmus, diagnosis of, Dec 789 
Marrow, cryopreservation of, 


technologists, professional prob- 

lems of, (Letters) Jan 45; (Letters) 
Aug 473; (Letters) Nov 699 

Megakaryocytes, Feb 88 

Metarrhizium, Mar 158 

Methotrexate, and adverse lung reactions, 
Feb 80 

Microbiology: basic library for, July 442; 
in low-volume laboratories, Jan 26; survey 
of practices in low-volume laboratory, 
(Editorial) Oct 634 

Microcytic red cells, and errors on 2 %o- 
mated hematology cell counters, Aug 51 

Microincineration, Feb 101 

Micropolyspora, characteristics of, Jan 39 

Minimum inhibitory concentration (MIC) 
tests, dilution standard, Aug 551 

Mixed field reactions, in blood typing, 
Mar 167 

MN system antibodies, frequencies and 
immunoglobulin classes of, July 422 

Monoclonal antibodies, diagnosing acute 
leukemias, Jan 45 

Monoclonal proteins, and errors on auto- 
mated hematology cell counters, Aug 512 

Monocytes, identifying, Aug 505 

Morganella morganii, identifying, June 357 

Mouth pipetting, alternative to, (Ask the 
Experts) July 408 

Mowry’s aldehyde fuchsin staining method, 
July 431 

Mucor, Mar 158; April 229 

Mycobacterium avium-intracellulare, and 
AIDS, Oct 627 

Mycobacterium intracellulare, infection, 
Feb 83 

Mycobacterium tuberculosis, Feb 83 

Myeloid series abnormalities, neutrophilia, 
Mar 147 


N 

National Committee for Clinical Laboratory 
Standards (NCCLS) protocols: for anti- 
microbial susceptibility testing, Sept 549; 
for new methods/instruments, July 411 

Necrotizing sarcoid granulomatosis, Feb 118 

Neisseria, susceptibility testing of, July 417 

Neisseria sp, Feb 96 

Neisseria gonorrhoeae, April 232; staining 
method for, May 291 

Neonatal jaundice, and bilirubin assays, 
April 239 

Neoplastic disease, and diagnostic electron 
microscopy, Oct 640 

Neuromuscular disorders, and diagnostic 
electron micrescopy, Oct 641 

Neutrophilia, myeloid series abnormalities, 
Mar 147 

New methods/instruments, validation 
protocol for, July 411 


Nocardia, Feb 83, 100 

Nocardia asteroides, Feb 95 

Nonblood cells, tissues, organs, cryopreser- 
vation of, April 251 

Nonneoplastic pulmonary disease: cytopa- 
thology of, Feb 86; symposium on, Feb 77 

Nonspecific alanine aminotransferase 
(ALT), as screening procedure, May 273 

Nuclear medicine, basic library for, July 443 

Nucleated red cells, and errors on auto- 
mated hematology cell counters, Aug 512 


Occupational diseases, of lung, Feb 103 
Open-lung biopsy, Feb 96 

May 295 


P 

P, antibodies, frequencies and immuno- 
globulin classes of, July 422 

Paecilomyces, Mar 158 

Parasites, identifying in cytologic material, 
April 231 

Partitioning errors, due to lipemia, June 352 

Pathology, heritage of, Sept 576, 577 

Penicillium, Mar 158 

Percutaneous aspiration, Feb 96 

Perfluorochemical emulsions, appraisal of, 
Sept 545 

Periodic acid-Schiff (PAS) staining method, 
July 431 

Peroxidase, measuring bilirubin binding 
capacity, April 242 

Phycomycetes, April 229 

Pithomyces, Mar 158 

Plasma trapping, and errors on automated 
hematology cell counters, Aug 512 

Plasmin, measuring, Jan 18 

Plasminogen, measuring, Jan 18 

Plasminogen activators, extrinsic and exog- 
enous, Jan 18 

Plastic-embedded tissue, staining, June 363 

Platelet clumping, and errors on automated 
hematology cell counters, Aug 512 

Platelet distribution width, Aug 490 

Platelet satellitosis, and errors on auto- 
mated hematology cell counters, Aug 512 

Platelet size, automated measurement of, 
Aug 488 

Platelets, cryopreservation of, April 249 

Pneumoconiosis, methods available for 
studying, Feb 110 

Pneumocystic carinii: Feb 95, 96; April 231; 
and AIDS, Nov 729 

Polarizing microscope, inexpensive compen- 
sator for, June 382 

Polychrome stains, for high resolution light 
microscopy, Dec 779 

Polycythemia vera/essential thrombo- 
cythemia, diagnosing, Mar 151 

Postoperative cell salvage, May 275 

Predeposit autotransfusion, Mey 274 

Proteus mirabilis, identifying, June 357 

Proteus vulgaris, identifying, June 357 

Pseudomonas aeruginosa: Feb 99; and anti- 
body susceptibility testing, June 345; use 
of in producing tissue controls, May 298 
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Quantitative dilution tests: for antibiotic 
susceptibility, June 348; modifications of, 
July 418; standards for, Sept 551 


R 

Rapid susceptibility testing, July 420 

Red blood cell fragility testing, (Ask the 
Experts) July 408 

Red blood cell indices, in diabetic patients, 
July 444 

Red blood cells, techniques of freezing, 
April 246 

Red cell distribution width, Aug 490 

Red cell inclusions, and errors in automated 
hematology cell counters, Aug 513 

Red cell substitutes, appraisal of, Sept 545 

Red cell volume histograms, Aug 491 

Reduced red cell deformability, and errors 


Respiratory tract, microbiology of, Feb 96 

Respiratory tract infections, identifying 
organisms in, Feb 100 
tion of, Feb 97; type and collection of, 
Feb 96 

Rh immune globulin (Rh-IG), and prevention 
of Rh immunization, Oct 655 

Rh immunization, antenatal treatment to 
prevent, Oct 655 

Rhizopus, Mar 158; April 229 


Ss 

Sacch 
Jan 50 

Saccomano’s method, Feb 87 

Saprobic fungi: identifying, Mar 158; mor- 
phology of, Mar 159 

Scanning electron microscopy, of tissue 
sections, Feb 106 
(STEM), Feb 108 

Scolecobasidium, Mar 158 

Scopulariopsis, Mar 158 


a, characteristics of, 


il 250 of collection techniques, Feb 86 
Massive transfusion, complications of, Pulmonary epithelial reactions, to injury, 
May 310 Feb 90 4 
Mean platelet volume, measurement of, Pulmonary filariasis (tropical eosinophilic 
Aug 488 lung), Feb 84 
Measles virus pneumonia, diagnosing, Pulmonary infections, types of, Feb 94 
Feb 79 Pulmonary nocardiosis, Feb 82 
Pulmonary specimens, comparison of cyto- 
preparatory methods for, Feb 87 
Pulmonary yeast infections, Feb 81 
Q 
Quality control, in low-volume laboratory 
practices, (Editorial) Oct 635 
on automated hematology cell counters, 
Aug 513 
microscopy, Oct 641 
Renal tissue, new staining techniques for, 
Jan 50 
Replireader, evaluation of, Sept 563 
Reserve cells, Feb 88 
ing, Feb 78 


Secondary ion mass spectroscopy (SIMS), 
Feb 110 

Sedimentation rate test, clumped red cells 
in, (Ask the Experts) Aug 478 

Selected area electron diffraction (SAED), 
Feb 108 

Sequential overlap, and autotransfusion, 
May 274 

Sequential single unit, and autotransfusion, 
May 274 

Sephadex G-25, measuring bilirubin binding 
capacity, April 242 


Serial sectioning, of suction biopsies, (Letter) 


Feb 122 

Series 810, evaluation of, Aug 494 

Serratia liquifaciens, identifying, June 357 

Serratia marcescens, identifying, June 357 

Serum fibrin degradation products, de- 
termining concentration of, Sept 554 

Shigella scnnei, identifying, June 357 

Shikata’s aldehyde fuchsin staining method, 
July 431 

Smudge cells, and errors on automated 
hematology cell counters, Aug 513 

Specimen collection: in respiratory tract 
infections, Feb 100; transport in low- 
volume laboratories, Jan 26; turnaround 
time of for ER patients, Oct 644 

Spectrophotometry, vs diazo-coupling, 
April 240 

Spermatozoa, morphologic variations of, 
(Letter) June 341 

Sporotrichum, Feb 81 

Sputum grading criteria, Feb 97 

Sputum screening protocols, summary of, 
Feb 97 

Staining methods, using basic fuchsin with, 
July 431 

Standardized Papanicolaou-stained urine 
sediment evaluation, Mar 163 

Staphylococci, identifying in low-volume 
laboratory, (Editorial) Oct 636 

Staphylococcus aureus: Feb 99; and anti- 
biotic susceptibility testing, June 345; 
staining method for phagocytosis, 
May 291; use of in producing tissue 
controls, May 298 

Streptococci, identifying in low-volume 
laboratory, (Editorial) Oct 636 

Streptococcus pneumoniae: Feb 96; suscep- 
tibility testing of, July 417 

Streptokinase, and thrombolytic therapy, 
Jan 18 

Strongyloides stercoralis, Feb 95; April 231 

Sulfhemoglobin, and errors on automated 
hematology cell counters, Aug 513 


Surface markers, diagnosing acute leu- 
kemias, Jan 45 

Survey of microbiology practice, in low- 
volume laboratory, (Editorial) Oct 634 

Swollen red cells, and errors on automated 
hematology cell counters, Aug 513 

Syva-EMIT-dau urine assays. See EMIT-dau 
urine assays 


T 

Tanned red cell hemagglutination inhibition 
immunoassay, alternatives to, Sept 554 

Taylor's staining method, July 431 

Technicon H600, evaluation of, Aug 503, 505 

Technicon Hemalog D/90, evaluation of, 
Aug 503 

Terminal deoxynucleotidyl transferase, 
diagnosing acute leukemias, Jan 45 

Thermophilic actinomycetes: diseases as- 
sociated with, Jan 39; isolation and identi- 
fication of, Jan 39 

Thrombolytic therapy, and plasminogen 
levels, Jan 18- 

Thrombowelico kit, evaluation of, Sept 554 

Tissue control, laboratory methods for 
producing, May 298 

Tissue digestion, chemical and enzyme, 
Feb 104 

Tissue preparation, for microanalysis, 
Feb 106 

Toluidine blue, as stain for high resolution 
light microscopy, Dec 779 

Torulomyces, Mar 158 

Torulopsis glabrata, April 229 

Transfusion: and anti-D, Dec 799; in cardio- 
vascular surgery, Dec 772; and cross- 
match/transfusion ratio, June 380; mas- 
sive, complications of, May 310; unex- 
pected reactions to, Mar 153; updating 
information on, (Letter) Nov 699 

Transfusion-associated hepatitis, Nov 717 

Transmission electron microscopy (TEM): 
Dec 779; and tissue sections, Feb 108 

Transtracheal aspiration (TTA), Feb 96 

Trichomonas vaginalis, April 227 

Tritirachium, Mar 158 

T-System, compared with Kova System and 
in-house system, Oct 659 

Turbid cyanmethemoglobin solution, and 
errors on automated hematology cell 
counters, Aug 513 

Turnaround time, of laboratory tests for 
ER patients, Oct 644 
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U 

Ultra-Flo 100, evaluation of, Aug 492 

Ultrastructural diagnostic approach, for 
acute leukemias, Jan 45 

Ultraviolet spectrophotometric method, 
determining G-6-PD deficiency, May 299 

Unexpected reactions to transfusion (URT), 
diagnosing, Mar 153 

Unlysed red cells, and errors on automated 
hematology cell counters, Aug 513 

Uremia plus i ppr ts, and 
errors on automated hematology cell 
counters, Aug 513 

Urinary tests, effect of ascorbic acid on, 
May 281 

Urinary volume, determination of, Oct 652 

Urine assays, qualitative EMIT-dau, 
June 372 

Urine microscopic examination, comparison 
of three methods, Oct 659 


Vv 

Validation protocol, for new methods/in- 
struments, July 411 

Viral diseases, of lung, Feb 77 

Virchow, Rudolf, creator of cellular pathol- 
ogy, Dec 791 

Viruses, identifying in cytologic material, 
April 227 

Visual colorimetric method, determining 
G-6-PD deficiency, May 299 

Visual fluorometric method, determining 
G-6-PD deficiency, May 299 

Vitamin C. See Ascorbic acid 

Von Willebrand’s disease, Mar 168 


Ww 

White cell fragments, and errors on auto- 
mated hematology cell counters, Aug 513 

Whole-blood platelet analyzers, evaluation 
of, Aug 492 . 

Wuchereria bancrofti, Feb 84 


xX 

X-ray diffraction (XRD), and tissue sections, 
Feb 109 

X-ray fluorescence spectrometry, and tissue 
sections, Feb 109 

X-ray spectrometry, and tissue sections, 
Feb 109 


Ziehl-Neelsen staining method, July 431 
Zygomyces sp, Feb 95 

Zygomycetes, Feb 82 


= 


